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LIMITED OFFICIAL USE KUALA LUMPUR 5040 

USDOC FOR SIPS 

E.O. 11652: N/A 
TAGS: BEXP, MY 

SUBJECT: PRODUCT OPPORTUNITY-ELECTRICAL POWER CONTROL SYSTEM 

REF: STATE 213456 

SENIOR OFFICIAL IN MALAYSIA'S NATIONAL ELECTRICITY BOARD (NEB) 

HAS INFORMED EMBASSY THAT BECAUSE OF HIGH PRICES NO U.S. 
EQUIPMENT HAS BEEN USED IN MALAYSIA'S POWER CONTROL SYSTEM. 
SYSTEM WAS DESIGNED BY NEB AND UTILIZES EQUIPMENT FROM SWEDEN, 
SWITZERLAND, JAPAN, UNITED KINGDOM, GERMANY AND INDIA. IN 
VIEW OF ABOVE, EMBASSY DOES NOT RECOMMEND THAT WAPDA CHAIRMAN 
VISIT MALAYSIA IN CONNECTION WITH TRIP TO U.S. 

UNDERHILL 
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